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16 October 1984 


MEMORANDUM FOR: < 2 //< 
FROM: 

SUBJECT: 



RMO/ICS 


Re-location of ICS Components 



1. Effective close-of -business Friday, 19 October 1^4, the Security 
Committee (SECOM) and the Community Counter intelligence Staff (CCIS) of the 
Intelligence Community Staff will move from their present CIA headquarters 
locations to new locations in the Ames Building. 

2. All mail addressed to these components should be sent : 


SECOM or CCIS 
Via Ames/ISC 
Room 1225 
Ames Bldg. 

3. Their new telephone numbers will be: 


4. Please change your records to reflect these new addresses and 
telephone numbers. 
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STAT 


STAT 


STAT 





